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Message Text 


LIMITED OFFICIAL USE CARACAS 4871 

COMMERCE FOR: ITA/BED/OED/MEPD 

E.O. 11652: NA 
TAGS: BENC, VE 

SUBJECT: MAJOR PROJECT: CVG HOSPITAL 

REP: CARACAS 4810 

1. RE PARA. 3 REFTEL, JUAN AREVALO, MANAGER, ENGINEERING AND 
CONSTRUCTION DIVISION, CVG, ADVISED THAT DUTIES WOULD HAVE TO 
PAID ON IMPORTED PARTITIONS FOR HOSPITAL. FOR DUTY-FREE ENTRY 
EQUIPMENT AND MATERIALS MUST BE IMPORTED DIRECTLY BY CVG. 

2. SUGGEST U.S. COMPANY, PERHAPS VIA VENEZUELAN PARTNER IN 
CONSORTIA, SECURE RULING FROM VENEZUELAN CUSTOMS AS TO TARIFF 
CLASSIFICATION OF PARTITIONS THEY WISH TO INCLUDE IN BID TO 
CONFIRM WHAT DUTY WILL BE ASSESSED. 
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